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REV ECR DESCRIPTION DATE INITIAL | APPROVED 
1 INCREASED FITTING CUTOUTS, FROM 2.69 TO 3.09 - FROM 3.43 TO 3.68 - FROM 2.71 TO 3.01 - FROM 5/23/2011 JAG 
2.23 TO 2.53. 
UPDATED TO NEW STANDARD. -5 -7 CH'D MATL WAS Y20 BLACK IS ETHAFOAM 220 BLACK. CH'D B/O 
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